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THE SOURCE EYAWATIONS IN THIS REPORT ARE DEFINITIYE . 
THE APPRAISAL OF CO NTENT IS TENTATIYE. 

(FOR KEY SEE REYERSE) 
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Mrthed at poaition #5 of appendix. 

Port Faallitłaa 

Th« two warehouaea In the D-E area of appendix ara approximately 30 metere wide 
(length unknownj and ara uaad for grain atoraga. Orain la loadad aboard veeaele 
by a portable oonveyer bałt. Two pipaUńOB- wlth a diameter of approximately 20 
oantlmetara axtand alońg tha breakwater from poaition #4 of appandix ln tha 
dlraotlon of tha flahary bullding, poaition #6 of appandlx. No machanioal 
apparatua auoh aa pumpa, ato. wara obaeryad ln the vioinity of poaition #4. 

Naw Conatruatlon 

A thrae atory briok bullding la belng oonatruoted near tha olty park aituated about 
3/4 of a mila northeaat of tha harbor. 
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Key to Appendix: 

A-B Depth of water alongside the breakwater between position A-B is 18 feet, 

C-D Th© pier extending between position C and D is approximately 250 meters long 
and th© depth of wator alongside is 22 feet, On© s©mi-portal jib cran© 

(capacity unknown) and on© tower portal jib orane (capacity unknown) both 
motor driven ar© situated on this pier, A tin roofed warehouse, 100 meters 
long, 40 moters wid© and 10 meters high is situated at position C of appendix 0 

D-E Th© piór situated between position D and E is about 350 meters long and depth of 
water alongside is 22 feet. Four electrically driven tower portal jib cranes 
with a capacity of fifteen tons each are situated on this pier, 

E-F The pier situated between position E and F is about 75 meters long and is used 
for smali passenger motor boats. 

F-G New Quay, 

H-I The depth of water alongside the breakwater between position H and I is 18 feet, 

I-J There is 23 feet of water at the harbor entrance located between position I 
and J of appendix* 
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2 Electrical Power Plant, generators operated by fuel oil 

3 Position where fuel oil is unloaded 

4 Military Building 
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